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1. GERMAN DEL RESPONDS AS FOLLOWS TO POINTS IN REFTEL B. 

2. "THE 200 MEGAHERTZ OSCILLOSCOPE IS NEEDED AS MASTER 
OSCILLOSCOPE FOR THE MAINTENANCE OF SEVEN COMPUTER 
SYSTEMS. IT IS USED FOR THE DETECTION OF RARE AND COM 
PLICATED TECHNICAL DEFECTS, AS SHOWN BY THE FOLLOWING 
EXAMPLES: 

A) RENDERING VISIBLE VERY FAST SINGLE SIGNALS IN THE 
I/O CONTROL OF THE CENTRAL UNIT. 

B) MEASURING SIGNALS WITH EXTREMELY SHORT RISING TIME 
WITH 10 AND 90 OF THE SIGNAL AMPLITUDE, E.G. SWITCH- 
ING OPERATIONS IN TUNNEL DIODES. 

C) THE OSCILLOSCOPE HAS A RETARDED TIME BASIS AS PRERE- 
QUISITE FOR THE VISUALIZATION OF A PARTICULAR PULSE FROM 
A SERIES OF PULSES. 

OSCILLOSCOPES WITH A BAND WIDTH OF LESS THAN 200 MEGA- 
HERTZ DO NOT HAVE THE RISING TIME NECESSARY FOR THIS VI- 
SUALIZATION. THE SMALLER THE OSCILLOSCOPE'S OWN RISING 
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GREATER THE ACCURACY OF THE EVALUATION. 

3. "THE APPLICANT HAS NOT SUBMITTED AN AMERICAN REEX- 
PORT AUTHORIZATION REQUEST. BECAUSE THE TEKTRONIX 475 
OSCILLOSCOPE TO BE EXPORTED STEMS FROM EUROPEAN COMMON 
MARKET PRODUCTION." 

4. ACTION REQUESTED: IF FOREGOING PERMITS STATEMENT OF 
A POSITION. REQUEST US VIEWS BY MARCH 2 1 . IF NOT, 

PLEASE SO INFORM US. 

TURNER 
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